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CONPIDENTIAL OECD PARIS 09854 

EXCON 

E.O. 11652:XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW: IL 1362 - VIBRATIONS TESTING 
EQUIPMENT 

REF: EIM STATE 45798 

B. OECD PARIS 6415 

C. COCOM DOC REV (74) 1362/4 

1. REPS B AND C (LATTER CIRCULATED APRIL 10 AND PROBABLY 

NOW AVAILABLE TO WASHINGTON EDAC AGENCIES) REPORT POUND 
II DISCUSSIONS ON THIS ITEM;- IN FURTHER EPFORT TO SEEK 
RESOLUTION OF THIS DOMESTICALLY CRITICAL ITEM, UK DEL HAS 
CIRCULATED POLLOWING COUNTERPROPOSAL IN COCOM DOC. REV 
(74) 1362/: 

"VIBRATION TESTING EQUIPMENT (EXCEPT MECHANICAL TYPES) 

AS POLLOWS: 

(1) EQUIPPED WITH VIBRATORS CAPABLE OP PROVIDING A THRUST 
GREATER THAN 22,500 LB PORCE (100 KILO NEWTONS). 

(2) HIGH INTENSITY NOISE EQUIPMENT CAPABLE OP PRODUCING 
A SOUND PRESSURE LEVEL (CALCULATED AT THE SURPACE) 
GREATER THAN 160 DB (WITH REPERENCE TO A PORCE OP 
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RATED OUTPUT EXCEEDING 10 KW. 

NOTE: 1 KILO NEWTON EQUALS 225 LB F". 

JUSTIEICATION 

THE UNITED KINGDOM AUTHORITIES HAVE TAKEN INTO ACCOUNT 
THE DISCUSSIONS IN ROUND I AND II AND THE INEORMAL TALKS 
HELD ALTER ROUND IT THEY CONTINUE TO RELIEVE THAT THE 
CIVIL USE PATTERN OE THIS EQUIPMENT AND BLOC CAPABILITY 
JUSTIEY COMPLETE DELETION OE THE ITEM. HOWEVER, IN THE 
INTERESTS OE ACHIEVING UNANIMOUS AGREEMENT, THEY ARE 
WILLING TO ACCEPT, AS A COMPROMISE, THE MAINTENANCE OE 
SOME DEGREE OE CONTROL ON THRUST AND THE CONTROL OE HIGH 
INTENSITY NOISE EQUIPMENT. 

2. ACTION REQUESTED: URGENT REVIEW OE UK PROPOSAL TO 
ESTABLISH WHETHER IT OBVIATES NEED EOR US COUNTERPROPOSAL 
EORESEEN IN PARA 5, REF B. IF SO, WE WOULD APPRECIATE 
EARLY INDICATION TO THIS EFEECT. IF NOT, US DEL SHOULD 
RECEIVE INSTRUCTIONS TO SUBMIT COUNTERPROPOSAL IN TIME 
EOR IT TO MEET MAY 13 DEADLINE REPORTED OECD PARIS 
9739. 

TURNER 


CONEIDENTIAL 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STRATEGIC TRADE CONTROLS, EXCEPTIONS LIST, MEETING REPORTS, IL 1362, RECORDING INSTRUMENTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 18 APR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975OECDP09854 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D7501 36-0400 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750438/aaaabjdb.tel 

Line Count: 85 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 EIM STATE 45798 
Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 MAY 2003 by GarlanWA>; APPROVED <20 MAY 2003 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COCOM LIST REVIEW: IL 1362 - VIBRATIONS TESTING EQUIPMENT 
TAGS: ESTC, UK, COCOM 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



